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Australian playwright of 'Bustown' 
watches students bring work to life 




Nicholas Cady | the collegian 

Sam Johnson, senior in theater, and Kelli Young, sophomore in theater, portray Axel and Corvette in the theater depart- 
ment's production of the comedy "Bustown" by Austrahan playwright Lachlan Philpott. Showings will take place tonight through 
Sunday, as well as Feb. 12-14, at 7:30 p.m. and at 2:30 p.m. on Feb. 15 in Nichols HaU's Mark A. Chapman Theatre. 



By Abdurahman Basha 
the collegian 



Lachlan Philpott, playwright of 
"Bustown," traveled all the way 
from Australia to Manhattan to at- 
tend rehearsals and watch his script come 
alive in the U.S. for the first time. 

"Bustown" opened Thursday at Mark 
A. Chapman Theatre in Nichols Hall. 

Set in a post-apocalyptic junkyard 
town called Bustown, the play focuses on 
young residents who dream of escaping 
their tiny town in the middle of nowhere 
and how their decisions affect the whole 



town in a way that relates to how the world 
truly runs. 

The main characters. Axel and Cor- 
vette, are most tempted to wait no longer 
and just grab a set of keys and run off. 

Both actress KelU Young, sopho- 
more in theater who plays Corvette, and 
actor Blake Cordell, junior in applied mu- 
sic, used the word family to describe the 
K-State theater community. They both 
said it's the best part of the whole process, 
as everything gets easier when you deal 
with family. 

"It's been a huge part of my life ever 
since I was little," Young said. "I've been 
doing acting and singing - and whatever 
that involves being on stage really - for as 



long as I can remember." 

Young said she was nervous, yet ex- 
cited, because this was her first audition to 
act in a play. 

"It's the coolest experience I've had 
in theater so far," Young said. "We're so 
lucky because we get to work with the 
person who has the most accurate possible 
perspective on the play: the person who 
wrote it. Lachlan is a really easy going 
and a fun person to work with and that just 
makes for good communication between 
him and us the actors and helps us under- 
stand how he wants certain actions to be 
portrayed and so forth." 

Continued on page 3, "Bustown" 




Student senators 
consider fiinding, 
appoint new members 



By Bridget Beran 
the collegian 



Appointments and funding were central to the Student Gov- 
erning Association's quick meeting on Thursday. SGA started 
off its meeting, however, with a visit from new women's soccer 
coach, Michael Dibbini. 

Dibbini spoke with senators about the developments in the 
women's soccer program. According to Dibbini, the team will be 
heavily recruited from Kansas and southern California, Dibbini's 
backyard. However, he assured senators that they would also be 
looking to the south and internationally to recruit the best pos- 
sible players. Dibbini said he expects that women's soccer will 
have 14 full scholarships available to award by the second year 
of play. The wait will be due to the continuation of the equestrian 
team's scholarships. 

He also mentioned that a former assistant coach of Dibbini's 
had been hired and would start March 1 . While women's soccer 
is expected to play in Memorial Stadium once their season be- 
ings in the fall of 20 16, Dibbini said that they are open to looking 
at other locations for the team. 

Christa McKittrick, senior in accounting, presented about a 
recent push to local govemment from the SGA executive board 
to institute a renter's bill of rights to help protect student renters 
throughout Manhattan. 

Brion Bircher, senior in political science, was approved as 
student senator for the College of Arts and Sciences and Damien 
Downes, graduate student in genetics, was approved as student 
senator for the Graduate School. 

Senators approved $300 for Phi Mu Alpha to bring Brett 
Valiant to do a concert at All Faiths Chapel. Funding was also 
approved for the KSU Choral Ambassadors to travel to Kansas 
Music Educators Association In-Service Conference in Wichita, 
Kansas. 

Funding was approved for the American Choral Directors 
Association to send seven members to its national convention 
in Salt Lake City. Senators also approved funding to help put 
on K-State's Open House. The Creative Arts Therapy Students 
also received funding to send 10 members to the North American 
Drama Therapy Association Central Region Conference. 

New legislation included an allocation to the Asian Ameri- 
can Student Union to host hearandnow theatre in Little Theater. 
Senators also heard legislation for an allocation to the African 
Student Union to host African Cultural Night on April 18. The 
Black Student Union also requested funding for members to 
travel to the Big 12 Conference on Black Student Govemment in 
Stillwater, Oklahoma, Feb. 26-28. 

Funding for the International Coordinating Council was also 
considered to host International Week April 6-12. On the Spot 
Improv Club requested funding for Delfestopia to commemorate 
the late Del Close , an alumnus of K-State , April 24-25 . 





Volunteers train to change status quo 
of domestic violence, sexual assault 



By Andrew Shores 
the collegian 



During the month of Feb- 
ruary, many people take the op- 
portunity to celebrate Valentine's 
Day as a way to spread love and 
honor relationships. It is a light- 
hearted tradition that is often tak- 
en for granted. The sad fact is that 
safety, love and affection are not 
guaranteed. 

For many women, there is 
nothing to celebrate and they 
have no voice. These women are 
often forced to suffer in silence. 
In a recent study by the Center for 
Disease Control, it was found that 
45.4 percent of American women 
reported being raped by a current 
or former partner. 

While problems of domes- 
tic violence exist all over the 
world, problems also exist in our 
community and campus. Accord- 
ing to Annual Campus Security 
and Fire Safety Report in 2014, 
K-State witnessed 10 cases of 
on-campus domestic violence ar- 



rests and referrals in 2013, eight 
of which occurred in residential 
facilities. That being said, volun- 
teers in Manhattan are working 
hard to change the status quo. 

Formerly known as the 
Women's Center, the Center for 
Advocacy, Response and Edu- 
cation emerged last August with 
a new name and new co-coor- 
dinators. Jessica Haymaker and 
Jenna Tripodi, co-coordinators of 
CARE, both attended K-State and 
returned to Manhattan in hopes of 
advocating, helping and educat- 
ing students. 

According to Tripodi, one in 
five women and one in 16 men 
report being sexually assaulted 
on college campuses. She said 
that these crimes are under-re- 
ported, especially in males. 
CARE is completely confidential 
and offers a multitude of support 
for those who have been victims. 
Haymaker said that the first three 
weeks of this semester has been 
busy for their office. 

The center is hosting events 
through February until the end 
of the semester, including tables 
in the K-State Student Union, a 



showcase of art by survivors in 
the William T. Kemper gallery 
and a course at the University for 
Mankind called "Yes Means Yes" 
based on teaching education on 
sexual consent. 

Tripodi and Haymaker both 
said they befieve that better sex- 
ual education could help make a 
difference in violent and sexual 
crimes and make people more 
comfortable when listening to 
survivor accounts. 

The Crisis Center, Inc., of 
Manhattan has also served Ri- 
ley County since 1979 and has 
very good relations with campus 
services. Haymaker is a former 
employee of The Crisis Center 
and is still closely involved. They 
offer free, confidential assistance 
including services such as a 24- 
hour hotUne, shelter, support 
groups and legal advice. 

In partnership with CARE, 
The Crisis Center, Inc. is hosting 
a Domestic Violence and Sexual 
Assault Volunteer Training and 
Workshop. The events wUl take 
place this Saturday and next Sat- 
urday, Feb. 14, from 9 a.m. to 5 
p.m.. Anyone is welcome to be a 



Hannah Hunsinger | the collegian 

Located on the second floor of Holton Hall, what used to be the Women's Center, reopened in 2014 as 
the Center for Advocacy Response and Education. CARE is teaming up with the Crisis Center to offer 
a Domestic Violence and Sexual Assault Training and Workshop where participants wiU be equipped 
to support victims of domestic violence and sexual assault properly. 



volunteer although spots are lim- 
ited. 

The workshop will focus on 
skUl-building on how to proper- 
ly support those who have been 
battered or sexually assaulted. No 
prior knowledge or experience 
is required of those interested in 



helping. Registration is $15, and 
those interested in registering can 
call 785-539-7935 to reserve their 
spot. 

In Manhattan, The Crisis 
Center not only trains dedicated 
volunteers but also accepts dona- 
tions. Toiletries, clothing, home 



furnishings and monetary dona- 
tions are all accepted for victims 
who are fighting back to regain 
control of their fives. The Crisis 
Center has a 24-hour hotfine that 
can always be reached at 785- 
539-2785. Help is just a phone 
call away. 
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It takes up to 2,900 gallons 
of water to make a single 
pair of jeans. 

sotruefacts.com 
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MAKES A GREAT GIFT 
FOR ANY K-STATE FAN! 

Available at any of the following: 

Claflin Books • The Dusty Bookshelf 
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ACROSS 

1 Piercing 

tool 
4 Couple, 

in a 

gossip 

column 
8 Depletes 

of 

strength 

12 Miss 
Piggy's 
pronoun 

13 "Finding 

14 Earthen- 
ware pot 

15 Clock 
part 

17 Lunch 
hour 

18 Heal 

19 Alterna- 
tive to 
glossy 

20 Western 
resort 
lake 

22 Revue 
segment 

24 Jung- 
frau's 
range 

25 Defense 
head- 
quarters 

29 Marseilles 
monarch 

30 Special- 
ized 

vocabulary 

31 Raw rock 



32 Proclivity 

34 Make tea 

35 Vacillate 

36 Company 
emblems 

37 Hardly 
snug 

40 Foot part 

41 Press 

42 Wife of 
Odysseus 

46 Anger 

47 Acknowl- 
edge 

48 Coffee 
shop 
vessel 

49 Crazy 

50 Play- 
wright 
David 

51 Turf 

DOWN 

1 Pump 
up the 
volume 



2 Travail 

3 Crucial 
compo- 
nent 

4 Acclima- 
tize 

5 Far 
(Pref.) 

6 Flightless 
bird 

7 Oft- 
tattooed 
word 

8 Beetho- 
ven piece 

9 Greatly 

10 Whodunit 
story 
line 

11 Logical 
16 Smothers 

Brothers 
and 
others 
19 Barack's 
2012 
rival 



Solution time: 26 mins. 




Yesterday's answer 2-6 



20 Rainout 
coverup 

21 Burn 
aid 

22 Musical 
"repeat" 
symbol 

23 Granny 

25 Implore 

26 Ravishing 

27 Sand- 
wich 
treat 

28 Informa- 
tion 

30 "Hi, 
sailor!" 

33 Young 
swan 

34 Weevil's 
target 

36 Lerner's 
collabora- 
tor 

37 Charlie 
Parker's 
nick- 
name 

38 Met 
melody 

39 Type 
of 

club 

40 Uppity 
sort 

42 Standard 

43 Ms. 
Mendes 

44 Expert 

45 Wrap 
up 
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2-6 CRYPTOQUIP 

RSMCY HTUACY HTGGH ARPC 

MZC EQGTKC QSSTKCY 

BCNTKTUC, BRUD ZCRNGTUCH 

YCRN "XCPCYGD ZCRGH KQE." 

Yesterday's Cryptoquip: WHENEVER A DEVIL 
USES SOME DEVICE AS A MEMORY AID, WOULD 
YOU CALL THAT A DEMONIC MNEMONIC? 
Today's Cryptoquip Clue: M equals T 

THE BLOTTER 

ARREST REPORTS 
Wednesday, Feb. 4 

Chanel Sade Foster, of the 1400 block of Humboldt Street, 
was booked for probation violation. Bond was set at $1 ,500. 

Tony James Hoover, of the 2300 block of Vineyard Circle, 
was booked for driving with a cancelled, suspended or revoked li- 
cense. Bond was set at $750. 

Helen Louise Ablah, of Moore Hall, was booked for driving 
under the influence and failure to stop at an injury-related accident. 
Bond was set at $2,500. 
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The Collegian welcomes your letters. We reserve the right to edit 
submitted letters for clarity, accuracy, space and relevance. A letter 
Intended for publication should be no longer than 350 words and 
must refer to an article that appeared In the Collegian within the 
last 10 issues. It must Include the author's first and last name, year In 
school and major. If you are a graduate of K-State, the letter should 
Include your year(s) of graduation and must Include the city and 
state where you live. For a letter to be considered, it must Include 
a phone number where you can be contacted. The number will not 
be published. Letters can be sent to letters@kstatecollegian.com 

Letters may be rejected if they contain abusive content, lack 
timeliness, contain vulgarity, profanity or falsehood, promote per- 
sonal and commercial announcements, repeat comments of letters 
printed in other issues or contain attachments. 

The Collegian does not publish open letters, third-party letters or 
letters that have been sent to other publications or people. 



CORRECTIONS 

If you see something that should be corrected or clarified, call 
managing editor Som Kandlur at 785-532-6556 or email news© 
kstatecollegian.com. 



The Collegian, a student newspaper at Kansas State University, 
is published by Collegian Media Group. It is published weekdays 
during the school year and on Wednesdays during the summer. 
Periodical postage Is paid at Manhattan, KS. POSTMASTER: Send 
address changes to Kedzie 103, Manhattan, KS 66506-7167. First 
copy free, additional copies 25 cents. [USPS 291 020] 
© Collegian Media Group, 2014 



Zits I By Jerry Scott and Jim Borgman 
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CHECK THEM Oin: \ 
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the 

FOURUM. 

785-260-0207 

The Fourum is a quirky view of campus 
life in voices from the K-State commu- 
nity. Positive and humorous comments 
are selected for publication by the 
Collegian marketing staff. 



What's the point in having lower 
taxes if it my tax refund goes to 
paying higher tuition? 

I'm just ready for all the Valentine's 
candy to go on sale. 



Editor's note: To submit your Fourum 
contribution, call or text 785-260-0207 
or email thefourum(5)l<stateco/leg/an. 
com. Your e-mail address or phone 
number is logged but not published. 
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Congratulates 

2014 Royal Purple Yearbook 

Shelby Brunk, 2014 editor In chief, and staff 
for being named a 

Finalist 
Pacemaker 

Associated Collegiate Press 

Recognizing Brunk and her staff for being final- 
ists for a Pacemaker, the top award for collegiate 
journalism. 

The 2014 Royal Purple continues the tradition of 
excellence at K-State, where the yearbook is 
already the most-decorated college yearbook in 
the United States. 
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International student sees beauty in cultural differences 




Allison Evans | the collegian 



Fabiana Zaiazar-Vega, sophomore in apparel marketing, has Uved in 
several places throughout the world and wants to spend her life continuing 
to travel. A fashionable piece she has collected from her travels is her bag 
from Ghana. 



By Liz holsworth 
the collegian 



Fabiana Zalazar- Vega's fami- 
ly has moved from Brazil to 
Senegal to Ghana through- 
out her life, allowing her to expe- 
rience new languages, cultures and 
different ways of life. Originally 
from Paraguay, she has now settled 
in Manhattan as a sophomore in 
fashion marketing. 

Zalazar- Vega recalls first hear- 
ing about K-State from her dad's 
colleagues; they attended K-State 
and she said their experience 
sounded amazing. 

"I gave a look through the 
K-State website and loved the col- 
ors and mascot and the architecture 
was nothing I had seen before," 
Zalazar- Vega said. 

Upon her arrival to Manhattan, 
she had her worries. In the end, 
however, the small size and close 
community ended up being what 
she was looking for. 

"In high school, they told us 
university would be a lot bigger 
and it would be difficult to find a 
tight-knit community like we had," 
Zalazar- Vega said. "(But) K-State 
is a family, like everyone says." 

In the time Zalazar- Vega has 
been at K-State, she has made an 
impact on her peers. Hattie Doolit- 
tle, junior in apparel and textiles, 
said that what she likes best about 
Zalazar- Vega is that she is so cul- 
tured and open-minded about ev- 
erything. 

"Being from another country 
and managing to go through rush 
and get into a house is impressive 



for just doing it for the experience," 
Doolittle said. "We also share a lot 
of common interests like fashion 
and world travel. I think she's a 
great addition to the K-State family 
and I'm very grateful I get to know 
her." 

Zalazar- Vega said she does not 
like to compare the places she has 
lived because they are all so differ- 
ent; instead, they each hold a spe- 
cial place in her heart. 

"Every place I visited has its 
own beauty," Zalazar- Vega said. "I 
am a city girl, but Manhattan is so 
relaxed and quiet, which I love." 

Living in so many places has 
given Zalazar- Vega a great appre- 
ciation for different cultures, spe- 
cifically when it comes to fashion. 
This is one of the reasons she grew 
to love fashion and want to study 
it. Her family now lives in London 
and although going from London 
to Kansas can be fashionably dif- 
ferent, she said that is what fashion 
is all about. 

"It represents the values and 
cultures of a place," Zalazar- Vega 
said. 

She has experienced firsthand 
the many ways people can express 
their cultures through dress. Liv- 
ing in Senegal and Ghana, Zalal- 
zar-Vega said she witnessed how 
fashion correlates with culture, 
such as with specific fabrics and 
ways of dressing. As far as life af- 
ter graduation, she said she cannot 
see herself staying in one place for 
too long. 

"Due to the lifestyle I've been 
exposed to growing up, I want to 
keep traveling and learning about 
other cultures," Zalazar- Vega said. 
"That's why I chose fashion as a 



career since it gives that opportu- 
nity of traveling so much. It is also 
one of the absolute best ways to 
study and understand culture and 
tradition." 

It is easy to see that Zala- 
zar- Vega has a love and desire for 
new experiences and cultures. By 
studying fashion and her travels, 
she has already observed so much 
and cannot wait for the opportunity 
to be a part of more. 

Giselle Guanes, sophomore in 
mechanical engineering, said that 
Zalazar- Vega is always looking for 
new experiences and knowledge. 

"Fabiana is the type of person 
that is not scared of leaving behind 
her comfort zone and starting all 
over again," Guanes said. 

Zalazar- Vega said one of the 
main challenges she has faced at 
K-State is dealing with people who 
have ethnocentric values. 

"There were times that it was 
definitely not easy to deal with 
those people since they think their 
culture is better than yours type of 
thing - and I've actually been bul- 
lied because of it - but I just ignore 
them since they are the ignorant 
ones who don't embrace the differ- 
ence of people," Zalazar- Vega said. 
"They are given this amazing op- 
portunity to coexist with so many 
diverse cultures, but instead they 
chose to shut their eyes and ears." 

When given the opportunity to 
be surrounded by people with dif- 
ferent backgrounds and cultures, it 
can be hard to step outside of your 
comfort zone. That being said, re- 
member that (as Zalazar- Vega puts 
it) you can miss an opportunity to 
learn about experiences you would 
have never known otherwise. 



BUSTOWN\ Students 'Americanized' 
Australian play with script's playwright 



Continued from page 1 

Cordell has been in- 
volved with theater ever since 
elementary school and has 
participated in many plays 
during his time in the theater 



department at K-State. His 
most recent roll was in "The 
Wedding Singer," and is cur- 
rently playing one of three 
"Punkbirds" in "Bustown." 

"The biggest challenge 
for a play like 'Bustown' 




Nicholas Cady | the collegian 



Danielle Levings, graduate in theater, as Faith in the theater 
department's production "Bustown" on Thursday in Nichols Hall's 
Mark A. Chapman Theatre. 




Nicholas Cady | the collegian 



Blake CordeU, sophomore in applied music, Deontae Hayden, 

senior in theater, and James Sherwood, senior in theater, play 
roles as the Punkbirds in the theater dempartment's production of 
the comedy "Bustown." Showings will take place tonight through 
Sunday, as well as Feb. 12-14, at 7:30 p.m. and at 2:30 p.m. on 
Feb. 15 in Nichols HaU's Mark A. Chapman Theatre. 
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is that none of us had done 
something similar to it be- 
fore," Cordell said. "It's a 
very unique process when 
you get to work with the 
playwright and get to actu- 
ally change things within the 
script as you go along to fit 
this specific group of peo- 
ple. Many portions have been 
re-written and the ending has 
changed quite a few times 
already. Which is what the 
director, Jennifer Velango, 
has always wanted us to be 
ready for; she always main- 
tains a malleable mentality 
and advises everybody to be 
ready for change because not 
everything will always go ac- 
cording to plan." 

Cordell also highlight- 
ed the challenge of "Ameri- 
canizing" the play in multi- 
ple ways. Cordell said there 
were a multitude of Austra- 
lian words and phrases that 
the cast and Philpott were 
charged with changing into 
American dialogue. 

The playwright, Philpott, 
said that out of all the places 
in the world, he never really 
thought that he would come 
to Kansas to see his play on 
stage. 

"I'm truly excited about 
the whole thing," Philpott 
said. "It came across as a sur- 
prise at first, but I'm fully ap- 
preciating my time here. It's 




Nicholas Cady | the collegian 

In the theater department's production of "Bustown," the colorful denizens signal for the mysterious 
bus driver to return on Thursday in Nichols Hall's Mark A. Chapman Theatre. 



a positive experience to say 
the least." 

He also shared his fasci- 
nation with the fact that ev- 
erything around Manhattan 
and the K-State campus is all 
so very purple. 

"It's different from Aus- 
tralia, I don't recall ever see- 
ing this many people wearing 
the same color tops in my 
life before - I mean just as 
everyday attire and not nec- 



essarily for a special event 
or something," Philpott said. 
"I think what's cool about it, 
however, is that you don't re- 
ally have to think much about 
what you're going to wear 
when you're out and about; 
saves you time and mental 
capacity." 

Philpott said one of the 
main arguments of the pro- 
duction was whether young 
people in a small community 



should venture out into the 
"otherness" or if they should 
choose to stay. 

"I really cannot wait to 
see how the audience reacts 
to a piece of work like this 
one," Philpott said. "I know 
it's different ... well differ- 
ent is one word for it ... so I 
just want to sit there and ob- 
serve people as the play goes 
on. Opening night should be 
fun." 



Religion Directory 






SA\ First United 
n~ Methodist Church 
' 612 Poyntz Ave. 
fUmcmanliattan.com 
@fumcmhk 
776-8821 



Come Join Us 

Contemporary Worship: 8:35 
Fellowship Time: 9:30 
Sunday School: 9:45 
Traditional Worship: 11:00 
Supporters of 
K-State Wesley 



yqmce 

baptist churcti 



tAliutd Jesus Ctirist 



Worship Service at 8:30 & 11 :00 a.m. 

Adult and Children 
Bible Hour Classes 
Offered at 1 0:00 a.m. 
785.776.0424 
www.gracebchurcli.org 
2901 Dickens Ave. 
(2 biks. E. of Seth Child) 



Christian Science 
Services 



Sunday 10:00 a.m. 
Wednesday 7:00 p.m. 
in the Reading Room 



110S. 4th St. 

Reading Room: 
Tues.-Thurs. 11 a.m.-l p.m. 



Vineyard 
Community Church 

Come as you are, you will be loved. 



Worship Service: 

Sundays at 10:30 am 

Young Adult Bible Study: 

Sundays at 12:30 pm 



2400 Casement Rd. 

manliaftanvineyard.com 
(785) 539-0542 



MANHATTAN JEWISH 
^ CONGREGATION 

Worship; Fri. 7:30 pm 
1 509 Wreath Ave, Manhattan 

Everyone Welcome! 
www.manhattanjewishcong.org 

In association with HILLEL 
The Jewish student organization 
www.k-state.edu/hillel 



UNIVERSITY 

CHRISTIAN CHURCH 

SUNDAYS 

Traditional Services 

8:15 & 11:15 a.m. 

Contemporary Services 

8:15, 9:45 & 11:15 a.m. 

www.uccmanhattan.net 

2800 Claflin Rd. • 785-776-5440 



St. Isidore's 
Catholic Student 
Center 

MASS SCHEDULE 

Tuesday-Thursday 10 p.m. 
Friday 12:10 p.m. 
Saturday 5 p.m. 
Sunday 9:30 a.m., 1 1 a.m., 

4:30 p.m., 6 p.m. 
Father Jarett Konrade, Chaplain 
711 Denlson 539-7496 
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Residence halls may be rough but are beneficial long-term 



By Brennan Mense 
the collegian 



We all remember our freshman 
year, regardless of whether those 
memories are fond or frightening 
ones. When we arrived at K-State, 
most of us shared a 12-by-14 foot 
shoebox with another person that 
we may or may not have met before 
move-in day. 

We got used to taking show- 
ers with anonymous hair from it's 
previous inhabitant circling the 
drain. We endured long lines at the 
dining halls, running the risk of 
being late to classes. We hiked to Z 
lot (or as some call it, Zimbabwe lot) 
to get our cars when we had to drive 
somewhere. We barely tolerated the 
loud snoring of our roommate, and 
we were woken up in the wee hours 
of the morning by the guys next door 
who were still up and playing NBA 
2K15. 1 belatedly apologize for that 
last one. Hank. 

I am currently a sophomore, 
and I have lived in Goodnow Hall 
since I've been at K-State. Despite 
enduring the inconveniences that 
come with living in a residence hall, 
I have embraced the opportunities I 
have had here to make friends and 
meet people that I wouldn't have met 
otherwise. It is important for fresh- 
men to live in the residence halls. 

Food 

Many freshmen are ill-equipped 
to buy and cook their own meals. 
Students' diets consist mostly of 
Ramen and cold pizzas. Consequent- 
ly, it is necessary for those people to 
have a dining plan that allows them 
to fulfill their nutritional needs, either 
because they can't cook or simply 
don't want to. In fact, a friend of 
mine stayed in Goodnow HaU his ju- 
nior year strictly so he wouldn't have 
to buy and prepare his own food. 

Money 

There are no month-to-month 
expenses, such as rent or utilities, 
with on-campus living. Granted, the 
once-per-semester fee isn't cheap 
(S4,105-$5,425 for Spring 2015 
depending on room and meal plan). 
It is better for freshmen to absorb 
the one-time hit rather than having 
to pony up $400 for rent, another 
$50 in utilities and who knows how 
much for food every single month. 

Convenient 

Residence halls are located 
conveniently close to campus. From 
Goodnow, I can walk to almost 
anywhere on campus in ten minutes 
or less. Walking can be rough since 
it gets cold in Kansas during the 
winter. Those of us living on-campus 




Illustration by Taylor Shanklin 



do not have to deal with diiving 
into campus every day, waiting on 
streams of people crossing streets, 
fighting over a very limited supply of 
parking spaces and the other incon- 
veniences that come with on-campus 
parking. 

Academics 

One of the great things about the 
sheer volume of people living in the 
residence halls is that in many cases, 
there is someone on your floor that 
can help you with your homework, 
no matter the subject. If you're strug- 
gling with your calculus homework, 
there's a good chance that someone 
nearby has taken the class before and 
can lend a helping hand. 



A 2010 study found that 
students living on-campus at nearby 
Indiana University Purdue Univer- 
sity Indianapolis (lUPUI) boosted 
students' GR^s nearly a full letter 
grade higher on average than those 
living off-campus, according to The 
Center for Applied Economics and 
Policy Research at Indiana Universi- 
ty Bloomington. 

Northwest Missouri State 
University urges freshmen to live 
on-campus and explicitly mentions 
that freshmen living off-campus are 
nearly twice as likely to drop out of 
college, according to their article, 
"Recommendations for Freshman 
Who Want to Survive." 



Friendships 

The most important reason to 
live on-campus is because of the 
many great people that you will meet 
there. My parents met as residents 
in Moore Hall in 1984 and still are 
friends with several of their fellow 
residents. I met my cuixent girlfriend 
through a friend on my floor. Three 
of the four people I will live with 
next year were people I met in the 
residence halls. The people that you 
meet your freshman year of college 
will most likely be the people that 
you live with, party with and poten- 
tially spend the rest of your life with. 

The decision to spend my first 
two years in the residence halls was 
an easy one that I will never regret 



and that all freshmen should take 
advantage of. Most universities 
encourage their students, especially 
freshmen, to live on-campus. Living 
on-campus eases the transition to 
college by supplying freshmen with 
a supply of new friends, convenience 
to campus resources, steady meals 
and fewer headaches overall. 

The views and opinions expressed 
in this column are those of the author 
and do not necessarily reflect the offi- 
cial policy or position of The Colieglan. 

Brennan Mense is a junior in 
mass communications. Please send 
comments to opinion@kstatecollegian. 
com. 



like a Girl' reactions prove commercial highlighting gender inequality was necessary 




Kelly Iverson 

THE COLLEGIAN 



Although Pete Carroll's 
decision to throw the ball in- 
stead of handing it to Marshawn 
Lynch may have left millions 
disappointed, the commer- 
cials had viewers enthralled, 
sad, happy and ... in a hateful 
uproar? 

Past Super Bowl commer- 
cials played upon audiences' 
emotions, for the most part, 
making us either laugh or 
cry. Little did I expect that a 



commercial promoting equality 
among young females would 
cause the disturbing reaction 
it did. 

The "Like a Girl" cam- 
paign, presented by Always, 
showed different age groups 
being asked what it meant to 
do something "like a girl." 
The adults and young boys in 
the commercial responded to 
each question by performing 
the tasks in a frail manner. 
Participants threw their hands 
out dramatically when asked to 
run "like a girl." When asked to 
throw "like a girl," participants 
expressed disappointment, and 
acted like the imaginary ball 
they had thrown had fallen only 
feet from where they stood. 

When young, prepubescent 
females were asked to perform 
the same actions, they respond- 
ed by doing each action confi- 
dently, with self-assurance and 
power behind each movement. 



Always asks, when did "like a 
girl," become an insult? 

"This project is a fantas- 
tic and vital opportunity to 
empower girls (and educate 
our audience) to always align 
the expression #LIKEAGIRL 
with the meaning of strength, 
confidence and empowerment," 
Lauren Greenfield, director 
of the original "Like a Girl" 
commercial, on Always' official 
site, said. 

I, for one, was pleasantly 
surprised by the amount of 
commercials that sought simply 
to promote awareness about cer- 
tain issues, like gender equality. 
Some, though, received the mes- 
sage in a different way. 

Meninists were quick to 
swarm social media outlets with 
their take on the commercial 
and the idea that women and 
men might actually be equal. 
The play on words is an igno- 
rant man's attempt to downplay 



all that is feminism, and claim 
it actually promotes double 
standards. 

Men and women will 
equally lead companies and 
governments in about 79 years, 
1 1 months, 3 weeks, 4 days and 
counting, according to estimates 
published last year by the World 
Economic Forum. 

If that isn't gender equality, 
I don't know what is. It wasn't 
long after the commercial aired 
that #likeagirl was tending, 
but the hashtag that followed 
ignoranfly in their footsteps was 
#likeaboy. 

What does this say about 
certain consumers that the only 
message they got from the #like- 
agirl campaign was that femi- 
nists were trying to downplay 
men? I'm not really sure why 
they are even upset. AU women 
know that men are better, faster, 
stronger, smarter: one eye-open- 
ing commercial isn't going to 



change that. Or can it? 

It wasn't long ago that 
the HeForShe campaign was 
launched. Emma Watson, one 
of the celebrities who joined the 
fight for gender equality, has 
said she was surprised by the 
amount of people who watched 
her New York launch speech 
since last September. According 
to The Guardian, that amount is 
a whopping 11 million people. 

HeForShe proves not all 
men stand by the ideology 
that upset meninists around 
the world over the #likeagirl 
commercial. HeForShe commits 
"to take action against all forms 
of violence and discrimination 
faced by women and girls." 
The campaign also stiesses that 
the gender equality issue isn't 
an issue for women only. Their 
website even has an interactive 
map that displays the number of 
men around the world that have 
stood up for gender equality. 



The U.S. stands out amongst the 
rest (in a good way). 

Although the #likeagirl 
commercial may have brought 
meninists from the comers and 
crawl spaces they hide in to 
social media platforms, it also 
brought about millions of views 
online and words of support. 
The commercial brought light 
to the issue of gender inequality 
and as disappointing as some 
reactions may have been to the 
enlightening commercial, they 
only proved that gender inequal- 
ity remains an issue. 

The views and opinions ex- 
pressed In this column are those 
of the author and do not neces- 
sarily reflect the official policy or 
position of The Collegian. 

Kelly Iverson is a senior in 
mass communications. Please 
send comments to opinion® 
i<statecoliegian.com. 



Street Talk 

compiled by Kendra Smith 

Q: "If you could only wear one color for the rest of your life, what would it be and why?" 





LARINA iVlACLIONELL 
JUNIOR. 
PHOTOGRAPHY 



Skyy Simmons 

SENIOR, 
FAMILY STUDIES Sd 
HUMAN SERVICES 




Sarah Wylan 

JUNIOR, 
FINE ART I 




SCHYLER SlAVEN 
SOPHOMORE,; 
APPAREL Sc TEXTILE DESIGN 




Patrick Huftless 

JUNIOR, 
INFORMATION SYSTEMS 



"Yellow, because it's the happiest 
color. It's an aura thing because 
yellow equals happy." 



"Blue. There's something about 
it that's just so different. I love 
blue." 



"I wear a lot of black. It will 
never go out of style, and it 
always look good on mostly 
everyone." 



"Sea foam green. It's my fa- 
vorite color. I feel like it would 
make me happy every day." 



"Pink is pretty rad. My favorite shirt 
that I have is pink and super comfort- 
able. People tell me I look good when 
I wear it." 
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Rent-Apt. Unfurnished Rent-Apt. Unfurnished 



Rent-Houses B Duplexes Rent-Houses B Duplexes 



1131 KEARNEY one- 
bedroom. Available 
now. One block to cam- 
pus. Very nice. No 
pets. Call Susan at 
785-336-1124. www.it- 
stime2rent.com.[]» 

1118 VATTIER. Newer 
two-bedroom, two 
bath apartment with 
large rooms. $1000 
with free Internet and 
cable. One block to K- 
State and Aggieville. 
All appliances, includ- 
ing washer and dryer, 
in units. Private park- 
ing. Security lighting. 
No pets. No smoking. 
August lease. TNT 
Rentals 785-539- 
0549.D» 

1203 THURSTON. 
Newer two-bedroom 
apartments. Great 
price. $900-$950 with 
free Internet and cable. 
One block to K-State. 
All appliances, includ- 
ing washer and dryer, 
in units. Private park- 
ing, security lighting, 
and balconies. No 
pets. No smoking. 
June lease. TNT 
Rentals 785-539- 
0549.D» 

1209 BERTRAND. 
One block to K-State. 
Newer one-bedroom 
($760) two-bedroom 
($975) with free Inter- 
net and cable. Stain- 
less steel appliances, 
washer and dryer in 
units. Private parking, 
security lighting, and 
balconies. No pets. No 
smoking. June lease. 
TNT Rentals 785-539- 
0549.Q* 

350 N 16th. Two 
blocks to K-State and 
Aggieville. Two-bed- 
room, recently remed- 
ied, apartments ($775). 
Landlord pays water, 
trash, cable, and Inter- 
net. Coin operated 
laundry on-site. Private 
parking. Security light- 
ing. No pets. No smok- 
ing. August lease. 
TNT Rentals 785-539- 
0549.i 



1530 MCCAIN. Two- 
Bedroom. $765-$785. 
714 Humboldt. Two- 
Bedroom. $715. 913 
Bluemont. Three-bed- 
room. $945. 1012 
Freemont. Three-bed- 
room. $1125 1012 
Freemont. Four-bed- 
room $1200-$1240. 
Close to campus. 
Dishwasher. No pets. 
785-539-0866. 

1015 KEARNEY two- 
bedroom, two bath. 
Two blocks to campus. 
Washer/ dryer. No 
pets. Great landlord. 
August lease. Call Su- 
san at 785-336-1124. 
www. itstime2 rent. - 
com Also available 
one, two, and four-bed- 
room. 

FOUR-BEDROOM, 
two bath, refurbished 

house. 709 Bluemont. 
New appliances. 
Laundry. No smoking/ 
pets, $1260/ month 
plus utilities. 785-341- 
5290. 

MYPRIMEPLACE.- 
COM 

STUDIO. ONE, two, 
three and four-bed- 
room available. 
ALL BILLS paid. 
PETS ALLOWED. 
Contact 785-370-4696. 

ONE BEDROOM Apart- 
ment. One half block 

to Aggieville and KSU. 
526 N. 14th $650 per 
month. Dishwasher on 
site laundry. Water and 
trash paid. Off Street 
Parking. 661-802-1295. 

ONE BEDROOM 

Newer building. Close 
to campus. No smok- 
ing. No pets. Available 
June 1st and August 
1st. 785-313-7473 

WWW. 

VILLAFAYPROPER- 
TIES.COM. One to 

Seven-bedroom 
houses/ apartments. 
(Some with two 
kitchens.) Next to K- 
State. Washer/ Dryer. 
No pets. 785-537-7050. 



1224 THURSTON 1/2 

block from K-State. 
Nice seven-bedroom 
house $2835 per 
month, landlord pays in- 
ternet, cable, trash and 
maintains yard. Two 
kitchens, three bath- 
rooms. All appliances 
including washer and 
dryer. Back deck, off 
street parking, no pets, 
no smoking. June 
lease. TNT Rentals 
785-539-0549 

805 THURSTON. Near 
K-State. Six-bed- 
room house. $2040/ 
month. ($340/ person) 
Two kitchens. Three 
bathrooms. All appli- 
ances, including 
washer/ dryer. Land- 
lord pays internet, ca- 
ble, trash, and main- 
tains yard. No pets. No 
smoking. June lease. 
TNT Rentals 785-539- 
0549. 

931 BLUEMONT. Four- 
Bedroom Duplex. 
$1640. Two and one 
half baths. Near cam- 
pus. Washer/Dryer in- 
cluded. No pets or 
smoking. June lease. 
785-539-0866. 

AVAILABLE JUNE 

1st. Four-bedroom 
house west of KSU. 
1541 Hlllcrest Dr. One 
bath. Newer smooth 
top stove, washer/ 
dryer. Handled by lo- 
cal owner. $1 ,000 
/month. No pets or 
smoking. Call/ text 
Ruth 785-456-3021. ■ 



SELLYOURSTUFF 

Yes, students are in town. 
They're spending money 
and they're shopping in the 
Kansas State Collegian 
classifieds section. 

Call Collegian classifieds at 

785-532-6555 




Housing/Real Estate 




FIVE, SIX OR SEVEN- 

bedroom available in 
June or August. Call 
785-587-4100. AGGI- 
ETOWN.NET 

ONE BEDROOM apart- 
ment near campus. 
Washer and dryer in- 
cluded. Available June 
1st. (785)317-7713 




FOUR-BEDROOM, 
TWO bath apartments. 
August lease. Campus 
ministry setting (ECM). 
Utilities paid. Brand 
new. One block from 
campus. Call 785-539- 
4281. 




MANHATTAN CITY Or- 
dinance 4814 assures 
every person equal op- 
portunity in housing 
without distinction on 
account of race, sex, fa- 
milial status, military 
status, disability, reli- 
gion, age, color, na- 
tional origin or ances- 
try. Violations should 
be reported to the Di- 
rector of Human Re- 
sources at City Hall, 
785-587-2440. 

APM - SIX BED- 
ROOMS. Great Loca- 
tions! Call 785-539- 
2300 Ext. 201. al- 
liancemhk.com 



APM - THREE BED- 
ROOMS. Great Loca- 
tions! Call 785-539- 
2300 Ext. 201. al- 
liancemhk.com 

APARTMENTS NEAR 
campus, central air, 
laundry on-site. No 
pets/ smoking. One- 
bedroom $580; two- 
bedroom $720; three- 
bedroom $930-$960; 
four-bedroom $1200. 
785-539-1545 or 785- 
537-1746. 

FOR RENT duplex 
Remodeled Available 
Four Bedroom Three 
Bath washer/dryer, 
driveway. 

Two Bedroom One 
Bath washer/dryer, 
driveway. 

Five blocks to campus 
816-351-0693. 

TWO-BEDROOM DU- 
PLEX with finished 
basement for 
$800/month available 
April 1st at 3219 
Claflin. Two-bedroom 
Duplex with finished 
basement for 
$900/month available 
July 1st at 3223 Claflin. 
Call (785) 539-2951 for 
more info. 

ONE AND two-bed- 
room apartments near 
Westloop available for 
immediate move-in as 
well as June/August 
leases available. Call 
now for move-in spe- 
cials (785) 539-2951. 

THE PAVILION Apart- 
ments at 1121 
Thurston. Now leasing. 
Two-bedroom, two 
bathroom. Washer/ 
dryer, free internet, wa- 
ter and trash included. 
Close to KSU/ Ag- 
gieville. Call Marcie, 
913-269-8142. 



TWO AND three-bed- 
room apartments lo- 
cated half block from 
Marlatt Hall available 
for immediate move-in 
as well as June/ Au- 
gust leases available. 
Rent ranges from 
$700-$800/ month. Call 
(785) 539-2951 for ad- 
ditional info or to sched- 
ule a viewing! 

FOUR BEDROOM, 
two bath. Large bed- 
rooms, vanities in bed- 
rooms. Washer/dryer. 
Stainless steel appli- 
ances. Newer construc- 
tion. $1500 a month. 
429 Leavenworth. (785)- 
6324892 

APM - FOUR BED- 
ROOMS. Great Loca- 
tions! Call 785-539- 
2300 Ext. 201. al- 
liancemhk.com 

APM - ONE BED- 
ROOM AVAILABLE! 
Call 785-539-2300 Ext. 
201. alliancemhk.com 

THREE BEDROOM 
one and a half bath 
apartment. Wash- 
er/dryer, all appliances 
included. Internet pro- 
vided. $1050.00- 
/month. Off street park- 
ing and close to cam- 
pus/Aggieville. Call/text 
785-632-0468. https:- 
//blueskyproperty.man- 
agebuilding.com 

THREE-BEDROOM. 
Two bath duplex with 
two car garage. Nice lo- 
cation for Vet Student. 
Clean newer duplex 
$1150/ month. June or 
August lease. Call/ 
Text/ Email. 785-632- 
0468. blueskyproper- 
ty@outlook.com 
https://blueskyproperty.- 
managebuilding.com 



APM - FIVE BED- 
ROOMS AVAILABLE! 
Call 785-539-2300 Ext. 
201. alliancemhk.com 

APM - TWO BED- 
ROOMS AVAILABLE! 
Call 785-539-2300 Ext. 
201. alliancemhk.com 




ROOMMATE TRANS- 
FERRED to another 
school. Looking for a 
person to fulfill my 
lease agreement 
through end of July, 
2015. No deposit, 
$345.00 per month on 
this four-bedroom 
home shared with 
three male college stu- 
dents. Private Bed 
Room. Call Alex at 785- 
554-7435 or my dad at 
785-224-5900 




THREE-BEDROOM 

two bath house with 
two car garage. Nice lo- 
cation for Vet Student. 
Clean newer House 
$1200/ month June or 
August lease. Call/ 
Text/ Email 785-632- 
0468 blueskyproper- 
ty@outlook.com 
https://blueskyproperty.- 
managebuilding.com 

TWO, THREE, four, 
five and six-bedroom, 
close to campus. 
Washer/ dryer. No 
pets. 785-317-5026. 

1500 HARTFORD 
Four Bedroom House, 
two bath, off street 
parking washer/dryer, 
June lease, no pets 
$1250 785-336-1868 



NEW HOME FINDER 

Let us help you choose your neighborhood. 
The symbols on the map coordinate with^ 
an area of town. 



FOUR-BEDROOM, 

TWO bath house. 
Washer/ dryer. Off 
street parking. One 
block to campus. 
1118 Ratone. $350/ 
bedroom. Doug 785- 
313-5573.n» 

FOUR-BEDROOM, 

TWO bath house. 
Washer/ dryer. Off 
street parking. One 
block to campus. 
1110 Pomeroy. $335/ 
bedroom. Doug 785- 
313-5573.» □♦ 

THREE, FOUR, Five- 
Bedrooms. June, Au- 
gust. Close to Campus.- 
Reasonable Rent. 785- 
341-1897 

UNCOMMON 
RENTAL EXPERI- 
ENCE! 

RentCenterllne.com 

FIVE-BEDROOM, 

TWO bath house. 
Huge bedrooms! 
Washer/ dryer. Off 
street parking. $330/ 
bedroom. 908 
Thurston. Doug 785- 
313-5573.» □♦ 

FOUR BEDROOM 
Two Bath Two living 
rooms. Washer/Dryer. 
Close to campus. June 
lease. No pets. Call Su- 
san at 785-336-1124 
Itstlme2rent.com 

BEST KSU HOUSES! 

Close to KSU and the 
Ville! All Amenities! 
RentCenterline.com 





LIFE GUARD and Pool 
Manager needed. We 
are now accepting ap- 
plications for Summer 
2015. Apply now so 
that you can test and 
certify before the pool 
season starts. Certifica- 
tion will begin in 
March. Must be 15 or 
older to apply. Apply at 
Ogden Community 
Center. 785-537-0351 . 



B stadium 9 Aggieville/Downtown 

^ West Campus ^ East Campus 
^ Anderson/Seth Child Close to town 



MANHATTAN EMER- 
GENCY Shelter Incor- 
porated is now hiring! 
Apply within at 416 S. 



FOUR,FIVE,Six bed- 
rooms available June 
and August. Call 537- 
7138. 

ROOMMATE 
WANTED for August- 
July. Newer furnished 
four-bedroom, two- 



STUDENT STARTUP 
Company. I am a final- 
ist in this years CBA 
Launch competition. 
Looking for help in all 
areas. Engineering, 
ADMISSIONS REPRE- COUNTRY STAM- AG, Business, Market- 
SENTATIVE PEDE human re- ing, Web Design 

Kansas State Univer- sources paid internship Get in on the ground 
sity is recruiting for mul- available! Work on floor of a new technol- 
tiple full-time positions strategic projects and ogy company, 
of Admissions Repre- coordinate HR opera- Launch@vaporworks.- 
sentative responsible tions for one of the top net 
for the development of music festivals in the 
an effective plan to de- 



country! Send resumes 

bathroom home. Near velop and maintain con- and cover letters to SWIMMING POOL 
Casement and Butter- tacts with qualified stampede@kansas.net Manager and Assistant 



field. Has three male K- prospective students by February 5! 
Staters. All utilities in- within a specific geo- 
cluded plus internet graphic region. The ma- 
and appliances. No jor responsibilities in- 
clude: serving as a pri- 
mary recruitment repre- 
sentative; coordinating 
strategy and resource 
people for the region; 
developing and main- 
taining service relation 



pets or smokers. 425 
month. Call Ron at 913- 
269-8250. 




GENERAL RANCH 
help needed. Knowl- 
edge of equipment and 
livestock important. 
Will work around class 
schedule. 785-587- 
5852 



Manager. The City of 
Wamego is accepting 
applications for the 
2015 season. Must be 
18 yrs. or older, with at 
least 3 seasons life- 
guarding and or super- 
visory experience. Life- 
guard certifications, 
drivera€™s license, and 



Service Directory 



HORTICULTURAL 

SERVICES Garden high school diploma or 
ships with high schools Center is seeking part- GED required. Applica- 
and community col- time seasonal staff, tions and job descrip- 
leges; attending major Sales experience and tions are available at 
community events; and plant knowledge help- the Wamego City Of- 
coordinating efforts for ful. Involves lifting and fice, 430 Lincoln Ave. 
the region with K-State physical work. Above and on-line: rec- 
faculty and staff, average wages. Apply 

alumni, and current stu- in person at 11524 

REGISTERED '^^"ts. One admissions Landscape Lane, St. 

representative will be George, KS 66535. 

(785)494-2418. 




AKC 

LABRADORS . 

chocolate males. Great responsible for multicul 

bloodlines, great '"''^1 ^'"^ent recruit 

hunters/companions- "i^"' ^""^ assigned ad 



calm english labrador 



HOWE LANDSCAPE 
INC is currently seek- 
ing laborers for several 



ditional recruitment ac- 

Homoannr R^aH,/ tivitieS in 3 SpOCifiC geO- " ' ' .... , 

demeanor. Keady . °^ , of our divisions at our 

February 17th. $500. 9''^?^"= region. One ad 



785-485-2744. 




SHIVLEY LAW FIRM, 
PA. Criminal law attor- 
ney. Robert Shivley At- 
torney at Law. 1029 
Poyntz Avenue 
785-537-8415. 
vww.shivleylaw.com 




Employment/Careers 




A FULL House in Man- 
hattan is seeking a 
manager who loves to 
work in a fast paced en- 
vironment. Previous 
customer service and 
employee management 
experience a plus. 
Email resume to afull- 
house@ruraltel.net. 

ARE YOU friendly, out- 
going and enjoy work- 



missions representa- 
tive will be responsible 
for the development 
and implementation of 
an effective recruitment 
program for prospec- 
tive Engineenng stu- 
dents and could poten- 
tially be based in an 
out of state regional lo- 
cation. Expenence in 
the engineering field or 
a STEM discipline is 
preferred. Applicants 
wanting to be consid- 
ered for the multicul- 
tural position or the En- 
gineering position 
should indicate so in 
their letter of applica- 
tion. Required qualifica- 
tions for all admissions 
representative posi- 
tions include a recent 
K-State bach- 
elora€™s de- 
gree; familiarity and en- 
thusiasm for K-State; 
demonstrated aca- 
demic success and stu- 
dent involvement/lead- 
ership skills; excellent 
communication and or- 
ganizational skills; 
strong social skills; abil- 
ity to work indepen- 
dently; and a valid 
drivera€™slicense. Posi- 
tions will start July 1, 
2015, and pay $33,500 



wamego.org. Submit 
application with re- 
sume to: Wamego 
Recreation Dept., 430 
Lincoln Ave., PO Box 
86, Wamego, KS 
66547-0086. Inquines 
call (785) 456-9119. 
Positions are open un- 
til filled. The City of 



Manhattan and Riley lo ,., _ , 

cations. Full time and Wamego is an Equal 
Opportunity Employer 



part time positions are 
available. We offer flexi- 
ble schedules for stu- 
dents and part time em- 
ployees, which in- 
cludes meeting crews 
at the job site. Appli- 
cants need to have a 
valid driver's license 
and pass a pre-employ- 
ment drug test. Apply 
in person M-F 8a. m- 5p.- 
m. at 12780 Madison 
Rd; Riley, KS, call 785- 
776-1697 to obtain an 
application, or visit our 
website, www.howe- 
landscape.com. 



and a Drug Free Work- 
place. 



ADVERTISING PRO- 
FESSIONAL sought for 
to lead student sales 
staff of Kansas State 
Collegian. Experience 
in media and/or sales 
required. F/T, base + 
commission, benefits. 
Details: collegianmedia.- 
com. 



THE COLLEGIAN can- 
not verify the financial 
an early potential of advertise- 



ing with people? Would for 12 months. To ap- 
you like to work in a p|y^ send an applica- 
professional environ- tion letter; rAO- 
ment with great hours sumA©; tran- 
and benefits? KS script(s) from any col- 
StateBank is currently lege or university 
looking for someone to vvhere 12 or more 
join our Retail Team in credit hours 
Manhattan as a Part- earned; and 
Time Teller at our 
Highway 24 location. 
As a teller you will pro- 
vide services to clients 
including checkbook 



ARE YOU 

riser? The Collegian ments in the Employ- 
seeks students to de- ment/ Opportunities 
liver the daily paper classifications. Read- 
around campus and ers are advised to ap- 
the city. Less than two proach any such busi- 
hours of your time per ness opportunity with 
day pays $95.50/week reasonable caution. 
+ gas. Must have your The Collegian urges 
own car, license and our readers to contact 
proof of auto insur- the Better Business Bu- 
ance. Send name and reau, 501 SE Jeffer- 
brief resume to classi- son, Topeka, KS 
fieds@kstatecollegian.- 66607-1190. 785-232- 
com. 0454. 



Pregnancy 

Testing Center 

539-3338 

v/ww. PTCkansas.com 



were 
names 

and contact information 
of three work-related 
references via email 
to: sonia@k-state.edu 
or mail to: Search Com- 
balancing and process mittee, New Student 
and verify transactions Services, Kansas State 
while providing excep- University, 122 Ander- 
tional service to our son Hall, Manhattan, 
clients and your team KS 66506. Application 
members. Responsibili- deadline is February 6, 
ties will also include 2015. Additional posi- 
cross-selling bank Hon information can be 
products and services, viewed at: www.k-state.- 
One to two years of edu/nss/opportunities 
previous bank or cash- Kansas State Univer- 
handling experience, sity is an Affirmative Ac- 
moderate computer tion/Equal Opportunity 
skills and 10-key profi- Employer of individuals 
ciency is required. You with disabilities and 
should have strong protected veterans, 
customer service abili- Kansas State Univer- 
ties, good sales and sity encourages diver- 
motivational skills, and sity among its employ- 
present a neat, profes- ees. Background 



sional appearance. 
This is a public contact 
position; candidates 
should enjoy and be 
adept at dealing with 
the public. You will 
also demonstrate solid 
time management, or- 
ganization and commu- 
nication skills. Visit 
ksstatebank.com/jobs 
for more information 
and to apply now. No 
phone calls or fax sub- 
missions. EOE. 



check required. 



Sudoku 
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Answer to the last 
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'^KeaOptions, Real Help, Real Hope" 

Free pregnancy testing 
/ Totally confidential service 
y \ Same day results 
\ Call for appointment 

^^i^on.-Fri. 9 a.m. -5 p.m. 
Across from campus in Anderson Village 



Classified ads must be 
placed by noon the day 
before you want your ad 
to run. Classified display 

ads must be placed by 
4 p.m. two working days 

prior to the date you 

want your ad to run, 

C4ii 785-532-6555 

£-B13/'l dassifieWkstatecollegiaii.tom 



Classified Rates 



20 words or less 

$14,95 
each word over 20 
20( per word 

2 DAYS 

20 words or less 

$16,95 
each word over 20 
25{ per word 

3 DAYS 

20 words or less 

$19,95 
each word over 20 
30( per word 

4 DAYS 

20 words or less 

$22,50 
each word over 20 
35( per word 

5 DAYS 

20 words or less 

$25,05 
each word over 20 
40^ per word 

(consecutive day rate) 



Jo Place An M 



Goto Kedzie 103 (across 

from the K-State 
Student Union,) Office 
hours are Monday 
through Friday from 
8 a.m. to 5 p.m. 



How Jo Pay 



All classifieds must be 
paid in advance unless 
you have an account 

with Student 
Publications Inc. Cash, 
check, MasterCard, Visa 

or Discover are 
accepted, There is a $25 
service charge on all 
returned checks, We 
reserve the right to edit, 

reject or properly 

classify any ad, 



Corrections 



If you find an error in 
your ad, please call us, 
We accept responsibility 
only for the first wrong 
insertion, 



Cancellations 



If you sell your item 
before your ad has 
expired, we will refund 
you for the remaining 
days. You must call us 
before noon the day 
before the ad is to be 
published. 



GET A JOB 



CLASSIFIEDS 



FIND YOUR MOJO 
LEASING AND RENTING 



785.532.6555 | kstatecollegian.com SELL YOUR LITTLE BROTHER 



LEAK THE KRABBY PATTY FORMULA 
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^thecollegian 



K-State teams set to compete 
in Husker Invitational 



By Emilio Rivera 
the collegian 



TRACK AND FIELD 



Hitting thie road for a sec- 
ond-straigtit week, tiie 
K-State track and field team 
is due to take part in tfie 40tfi annual 
Frank Sevigne Husker Invitational 
starting today in Lincoln, Nebraska. 

The women's squad saw a 
jump in their rankings, moving up 
a spot to No. 11 nationally - their 
highest ranking ever - and a No. 1 
ranking in the Midwest region for 
the second-straight week. In the 
Big 12, the women's team is the 
second-highest-ranked team in the 
conference behind No. 7 Texas. 

On the men's side, they also 
saw improvement in the rankings, 
jumping six spots to No. 28 in the 
country. In the Midwest region, the 
men are second behind Illinois. 

Last week in New Mexico, the 
Wildcats saw their high jumpers 



first and second in both the heptath- 
lon and pentathlon. 

Junior heptathlete Reinis 
Kregers managed to win with a per- 
sonal best 5,777 points — fourth 
best in K-State history — which 
propelled him into sixth place in the 
Division I heptathlon event. 

For the women, freshman 
Akela Jones managed to notch the 
second-best mark in school his- 
tory with 4,402 points. Jones also 
secured four separate K-State top- 
10 marks in the 60-meter hurdle, 
high jump, shot put and long jump. 
Jones was named Big 12 Athlete of 
the Week for her performance at the 
Jay hawk Classic. 

The Sevinge Husker Invita- 
tional starts today at noon with the 
multi-events, followed by the field 
events before finishing up with 
the track events. The finals for all 
events will take place on Saturday. 

Parker Robe | the collegian 

Junior heptathlete Reinis Kreeers lunges out of the block as the starting 
gun fires to begin the men's 4x400m relay at the DeLoss Dodds Invita- 
tional track and field meet on Jan. 24 in Ahearn Field House. 



lead the team to success. 

Freshman high jumper Nate 
Gipson captured his first gold med- 
al as a Wildcat after coming up 
short several times at the start of the 
season. Gipson claimed the victory 
with a jump of 2.16 meters while 
not faulting on any of his three at- 
tempts. 

On the women's side, senior 
high jumper Alyx Treasure contin- 
ued to succeed by adding another 
first place finish to her already long 
list of accomplishments. 

This weekend, the Wildcats 
will have their full team together af- 
ter splitting to go to separate meets 
last weekend. The multi-athletes 
will rejoin the team after having a 
very successful outing during the 
Jayhawk Classic. 

In Lawrence, the multi-ath- 
letes managed to put together a near 
sweep in the multi-events, taking 





Wildcats hope for quick turnaround in Fresno 



Emily DeShazer | the collegian 

Junior Amina St. Hill returns a ball during a match against Wichi- 
ta State on Mar. 9, 2014 at Body First Temiis and Fitness Center. 



By Stephen Brunson 
the collegian 



TENNIS 



No. 66 K-State women's 
tennis looks to rebound after 
a tough weekend in Colora- 
do, where they lost their sec- 
ond and third-straight match- 
es, with a pair of matches 
in California this weekend 
against San Francisco and 
Fresno State. 

The Wildcats (2-3) will 
look to the leadership and 
consistency of lone senior 



Amina St. Hill and sopho- 
more Iva Bago this weekend 
to snap the three-match skid. 
St. Hill, stepping in at the 
No. 5 singles, comes into this 
weekend winning nine of her 
last 10 and five-consecutive 
matches. 

Bago, a native of Croatia, 
looks to clinch her team-lead- 
ing 1 1th win of the season 
and match her season win 
total from last year. Both St. 
Hill and Bago carry a record 
of 10-6. 

K-State will meet San 
Francisco (2-1) for this first 
time this weekend. All-time 



against West Coast Confer- 
ence teams, the Wildcats are 
4-18. The Dons are led by 
No. 49-ranked Andrea Ka. 

Fresno State, on the other 
hand, is more familiar territo- 
ry for K-State. The Wildcats 
were able to pull off a 4-2 
victory in Manhattan last 
season over the Bulldogs, 
but hold just a 2-4 all-time 
record against the West Coast 
foe. Fresno State will bring 
the talents of No. 47-ranked 
Sophie Watts to challenge 
K-State. 

The Wildcats are 9-17 
all-time against teams from 



the Mountain West Confer- 
ence. 

It is yet to be deter- 
mined whether or not soph- 
omore Sara Castellano will 
be in action this weekend for 
K-State. The transfer from 
McNeese State has missed 
the majority of the last two 
tournaments due to injury. 
Castellano holds a 9-5 record 
this season. 

Following the Wildcats 
second stint in California, the 
team will head home to Man- 
hattan and will host three- 
straight matches at Mike 
Goss Tennis Stadium. 



K-State riders will try to cure road woes in Stillwater 



By Andrew Hammond 
the collegian 



EQUESTRIAN 



After suffering two deci- 
sive defeats last weekend, the 
K-State equestrian team looks 
to bounce back in Stillwater, 
Oklahoma on Saturday to build 
momentum as they head into 
the final stretch of the season. 

One area the K-State rid- 
ers are looking to improve 
upon is the Hunt Seat Equita- 
tion. In their previous meetings 
against Tennessee-Martin and 
No. 9-ranked Georgia, K-State 
was defeated by a score of 5-0. 
K-State riders are now 7-4 in 
that discipline on the season. 

Although the riders have 
struggled since mid-November, 
one rider who's stood out is ju- 
nior Kara Guy, who was named 
one of the NCEA Riders of the 
month. The Fountain Hills, 
Arizona native has a 4-5-1 re- 
cord on the season. Throughout 
January, however, Guy was 
undefeated, and her successful 
month was culminated by be- 
ing named Most Outstanding 
Rider in the meet against Ten- 
nessee-Martin. 

This weekend the K-State 






Emily DeShazer | the collegian 

Nicholle Hatton, junior western rider, rides Penny on Sept. 25, 2014 during the reining portion of 
the competition against New Mexico State at Timbercreek Stables in Manhattan. The Wildcats had a 
victory of 14-5. 



riders look to turn around their 
recent misfortunes as they face 
a familiar foe in the Oklahoma 
State Cowgirls. In their last 
meeting, K-State soundly de- 



in Manhattan. The victory was 
highlighted by performances 
from senior Madison Wayda 
and sophomore Alexis Graves. 
Saturday is also the last 



around its road woes, as the 
team has yet to capture a road 
victory this season. 

The meet is scheduled for 
Saturday at 10 a.m. in Stillwa- 



IS YOUR 



VaCentine 

WORTH 

$100? 

Qreatfor Men or Women 
or incCufge yourseff! 



Full Body Massage $ 
& Facial 



99 

*99 



feated the Oklahoma State 12-7 opportunity for K-State to turn ter. 



Full Body Massage 
& Spa Pedicure 

T'fiese are just two great ideas. 
M^e have many morel 

GALLERY 

F O R HAIR 



•785-776-5632- 

322ASOUTHWIND PLACE 
NEXTTO PIER I 
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Come Celebrate With Us! 




Manhattan's Favorite Mexican RestaurantI 



LA FIESTA 



Tue - Thu: 11:00 am - 10:00 pm 
HOURS: Fri - Sat: 11:00 am - 11:00 pm 

Sun: 11:00 am - 9:00 pm 



2301 Tuttle Creek Blvd 



(785) 587-5258 



APARTMENTS 



& TOWNHOMES 



www.RentHRC.com 
785-537-9064 




Come visit us at 
1400 Beechwood Terrace 



Walk-ins always 
welcome! 

• No appointment necessary 



Most insurance plans 
accepted 

Pediatric, adolescent and 
adult services available 

GO CATS! 



Manhattan 

URGENT CARE 



785-320-6770 • www.urgentcaremanhattanks.com 




OFFICIAL SPONSOR OF 

KANSAS STATE 

MEN'S BASKETBALL 

lUA Aft . 



GO WILDCATS 





MANHATTAN 

320 N 3RD ST 




77^ 



tlcloba' Is a registered trademark of the Qdoba Restaurant Corporation ©2014. 



FREE Mobile App 
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pTT ] Kansans compete with 
'chip on their shoulders' 
News in Division I ranks 

Oct. 24, 2014 

0 0 
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Oct. 24, 2014 

0 




Domestic violence task force host t 
forum 

By Chloe Creager 
24 Oct 2014 

The Riley County Oomestie Violence Task Foi 
forum on domestic abuse 1 
to domestic violence aware 
guren by panelists represen 
^ Department. Office of llie F{ 
Bridge Child Exchange and] 
Health Services' Batleier In 
Advocacy Progiam and Cri 



Kansans compete with 
N^i 'chip on their shoulders' 





K-State agricultural 
facilities attract stucients 

I By Taylor Islsy 
I 24 Oct 2014 
As (he population of animal sciences and industry 
students without an agriculture background grows 
rapidly at K-State. the university's agricultural faculty 
and facilities tiecome even more important. Tliese 
points can be stressed in recruitment of exceptional 
new students. 

Females find their voice in campus 
politics 

By Bridget Beran 
24 Oct 201 4 

In the stale of Kansas, women only make up 23 
percent of the House of Representatives and 32 
percent of the Senate. While they make up almost 50 
percent of the population, they're underrepresented 
in Kansas' government. On K-State's campus. 



in Division I ranks 



student Governi 
and gives fundin| 

By Bridget Beran 
23 Oct 2014 

Senators will be enco| 
shuttle from the K-St, 
places throughout the I 
shuttle service wili tie 
4 p.m. 



Opinion 




Now an even better, faster, easier way 
to follow K-State on your smartphone or tablet. 



Available on the ■ androidappon 

App Store I f»> Google play 



Search for Kansas State Collegian 




Come Tame Your 

Wild Side! 




1128 Moro St. • 785.776.2252 




VBPOB 

IT'S NOT SMOKE... IT'S VAPOR! 

Mention this ad for 10% off your purchase 




(785) 556-1193 
1203 MORO ST MANHATTAN, KS 66502 




NOTHIN'BUTNET! 



Lease today at University Crossing and you can save up to $280! 
Come by our office - just a short walk from the stadium - to find out 
about this special offer and receive a FREE RALLY TOWEL! 

Two bedroom units start at just $570* and four-bedrooms are only 
$430* per room — secure our lowest rates today when you take 
advantage of this limited time deal! 



Use promo code UNC01PLN to win big and save bigger! 



Call (877) 321-3869 or visit us online today 
at www.liveuc.com to apply! 



*Prices subject to change. 

2215 College Ave., Manhattan, KS 66502 I www.liveuc.com I info@liveuc.com 





SHOP 



1 02 Laramie St. | 785-789-4870 1 www.jeffspizzashop.com 




^uy a 14" or Carger pizza and get a 
second pizza of the same size for T^R^E^l 



(Buy any 14 " or Carger pizza and get a "jpiyj i 

SmotfiareClk Stic^ of the same size for T^R^^l 





"Tripk (p[ay" two 12" one topping pizzas, 10" 
SmothareCCa Stic^ and a 2-titerfor only $19,951 

(Buy a 14 " or Carger speciaCty pizza 
and get a 10" SmothareCCa Stic^for 'F^fE/ 





"Friday Teast " - 14" speciaCty pizza pCus a 14 " 
one topping pizza and a 2-Citer soda for onCy $26,951 




Qet a 16" two topping pizza and 
a 14 " SmothareCCa Stic^for onCy $23.95! 




Qet a 14" two topping pizza and 
4 (Bosco Cheese Stic^for onCy $15.95! 



